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(This Notice is Not to be Filed in Agency Manuals) 


PERSONNEL 


HN 


announcement of appointment to key position 

OFFICE OF THE DIRECTOR 


During my temporary absence from the city beginning 20 March 
1976, Lieutenant General Vernon A, Walters is appointed Acting 
Director of Central Intelligence. 

STATINTL 


George Bush 
Director 
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